From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: jackiv@juno.com (JOHN M IVERSON) 

Subject: Re: * Manuals for postage (2) x 

Message-ID: <19970417.031551.9998.0.jackiv@juno.com> 


On Wed, 16 Apr 1997 10:40:00 GMT ebSagv@ctv.es writes: 

>Hi glow-in-the-dark fans, 

> 

>I'm sad to say that nobody (!) answered to my message about ‘manuals 
>for 


>postage'... Are these manuals too common or is the postage from Spain 
> (NOT 

>SO EXPENSIVE, BTW) which prevents to ask for them?... 

> 

>Here you have again the offer... I hope to have best luck now!. I'll 
>trash 

>them if nobody wants them... 

> 

> ee 
>As I'm always asking for help to the list and _always_ get a positive 
>feedback, I want to contribute a bit... So I am going to offer some 
>manuals 

>(not originals but good copies) only for postage (from Spain, it is 
>the only 


>drawback!). Here is the first list: 


> 

> HP-200CD (not complete; two models, with octal and noval tubes) 
> HP-400D/H/L 

> HP-410B serial 5401 and above 

> Heathkit QF-1 


> 73 JOSE V. GAVILA (EB5AGV / ECS5AAU) 

> 46910 Benetusser - Valencia (IM99TK) SPAIN 
> **k* PLEASE, VISIT MY HOME PAGE AT: 

> http://www. geocities.com/SiliconValley/6992 
> e-mail: eb5agv@ctv.es & eb5agv@amsat.org 


>don't trash them someone over there may need them you shall be the 
"library" tnx 

jack jackiv@juno.com 

> 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 

From: WA6GYD@aol.com 

Subject: 10 Mters open to S.A. 

Message-ID: <970416163415_-1167600175@emout20.mail.aol.com> 

One of the things I do when I get in the shack besides getting on line is to 
turn on 10 Mtrs and 6 mtrs. I have caught a number of oppenings to South 
America that way and right now 1:33 I am hearing portugese at 28.339 I think 
the band is open to S.A from the west coast. Have fun 

Don 

From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 

From: W B Reese <radions@metro.net> 

Subject: 17I1V97 NR4 CK112 WB6TMY 

Message-ID: <3.0.32.19970417044610 .00687£74@mail.metro.net> 


"Boatanchor operating in 10th annual International Marconi Day Contest." 


In this "high-tech" world when the "Big DX Boys" get on, I think it's worth 
noting that this year a Collins 30K-5 will be on the air. You can view it at: 


http: //www.metro.net/radions/30k-5.jpg 
It is two channels crystal controlled, 7037KHz & 10121KHz 


The contest starts at OQOOGMT Saturday April 19th. 
(In North America Friday evening) 


Give us a call! 
Very 73, 


Tracy "TR" WB6TMY 


3? (66K « Primary ---- radions@metro.net 
EOyOOf fOO0000A00° Secondary -- RADIONS@juno.com 
co «=f f mh On The Web - http://www.metro.net/radions 
-000200°»d0000° »0002 Via Packet - WB6TMY@NOARY.#NCA.CA.USA.NOAM 
»0000000060000000000° 
fl fl ex - RADIONS@aol.com 


(View telegraph key in Dos Editor) 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 


From: Sandy W5TVW <ebjr@worldnet.att.net> 
Subject: Re: 409/Falling Airplanes/Toxic Waste 
Message-ID: <19970416153927 . AAA17428@LOCALNAME> 


At 01:40 PM 4/16/97 +0000, you wrote: 

>Boys and girls--- 

>Lets get serious here! I have received several posts xwarningx me of the 
>xextremex dange of 409 and aluminum. It is not just here but the BA list is 
>droning on about it also. 


I have used 409 at times, but I like Dow "Scrubbing bubbles" 
bathroom cleaner even better and it seems to work better with less paint damage. 
Both are very caustic and should be rinsed off after they are used. 
Both are 
capable of removing lettering right off dials and panels! You have to 
"test" and 
be very careful using both. The "scrubbing bubbles" don't seem to 
infiltrate into cracks, joints etc. like the 409 does. This MAY be WHY it 
was shunned around aluminium aircraft. Aircraft skins are frequently 
riveted using lap joints which are not 
impervious to a very ‘wetting' agent no matter how tightly riveted! 
Aircraft skins are also thin. They have to be to keep overall weight to a 
minimum commensurate with good strength. Most aircraft skin alloys are 
somewhat brittle as well. Something like 409 getting into joints can't be 
flushed out with water readily, while it has the potential of causing 
"un-inspectable" corrosion in the long term. THAT is MY guess why the ban 
around aircraft. I hasten to add, I am no chemist. 
"Scrubbing bubbles" has proved the best I have yet to find, and I 
have only 
in limited cases had trouble using this cleaner. It will make old dirty 
radios almost 
look like new radios provided one uses his common sense in its use! 
My "2 Pfennings" worth. 
73, 
E. V. Sandy Blaize, W5TVW 
"Boat Anchors collected, restored, repaired, traded and used!" 
417 Ridgewood Drive, 
Metairie, LA., 70001 
ebjr@worldnet.att.net 
*xLooking for: 860 tubes, WL-460 tubesxx 
xxButternut HF2V antenna, G-R test gear.................-2-- KKK 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: dr.electron@juno.com 

Subject: Re: 409/Falling Airplanes/Toxic Waste 

Message-ID: <19970416.191522.3166.8.dr.electron@juno.com> 


Speaking of Heavens' Gate and falling airplanes, you don't 
suppose BOAC used 409 on the ill fated DeHavilland "Comets", 
do you ? 
Rich P. 

if if if 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 

From: Greg Roecker <roecker.greg@ist.mds.lmco.com> 

Subject: 5134 Answers 

Message-ID: <Chameleon.861279558. greg@roeckerpc.ist.mds.lmco.com> 


"And our survey says . 


Thanks to all who responded to my request for information on 
the dial cord replacement on the 51434. The almost universal 
answer to the question of where to obtain a suitable dial cord 
replacement is the sporting goods department of WallyWorld, 
K-Mart, or your local fishing equipment supplier. It seems 
that heavy duty fishing line is the replacement cord of choice. 


Thanks to Gary / K40AH for the excerpt from an article covering 
the very topic of cord replacement on the 5134. The answer to 
the front panel removal question is xyes* you do need to remove 
the panel , and no it's not as difficult as it looks. He also 
suggested using a new phillips head screw driver and a 
"locking" compond to hold it in place during screw removal. 


Again, thanks to all who responded to my request for 
information. 


7133 


Greg Roecker / N40SJ 


Greg Roecker 

E-mail: roecker.greg@ist.mds.1lmco.com 

Voice: 770.698.5226 

Fax: 770.698.5220 

From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 

From: Greg Roecker <roecker.greg@ist.mds.lmco.com> 

Subject: 5134 Question 

Message-ID: <Chameleon.861213417.greg@roeckerpc.ist.mds.1lmco.com> 


Hello to all, 


The other evening, while going from 75 meters to 40 meters, the 
dial cord on my 5134 broke . . . the cord that drives the band 
drum. Inspecting the broken cord, it appears to be a stranded 
wire that is vinyl covered. The manual recommends Collins 432 
1009 00 nylon-covered cord. I would like to hear from anyone 
who has done this before. 


Two questions: 


1. Where can I get replacement cord that is a suitable 
replacement (AES) ??? 


2. Do you REALLY need to take the front panel 


Thanks for the help, and 73, 


Greg Roecker / N40SJ 


Greg Roecker 

E-mail: roecker.greg@ist.mds.1lmco.com 

Voice: 770.698.5226 

Fax: 770.698.5220 

From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: John <johnmb@mindspring.com> 

Subject: Re: 5134 Question 

Message-ID: <199704161830.0AA04114@brickbat7.mindspring.com> 


At 06:07 PM 4/16/97 GMT, you wrote: 


> 

>Hello to all, 

> 

>The other evening, while going from 75 meters to 40 meters, the 
>dial cord on my 5134 broke . . . the cord that drives the band 


>drum. Inspecting the broken cord, it appears to be a stranded 
>wire that is vinyl covered. The manual recommends Collins 432 
>1009 00 nylon-covered cord. 


Greg, 

I bet you could find something suitable in the fishing section of 
your local sporting goods/WallyWorld. I think there is some 

vinyl covered braided wire leader.... 


73! 
/John 


Wanted: Rack cabinet for Globe King 500C 
Heath A8/A9 Audio Amp 
National NC-46 Rx. 


johnmb@mindspring.com 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: Ronnie Hull <larebel@ms1.nwla.com> 

Subject: 75A3 Freq. Adjust 

Message-ID: <1.5.4.16.19970416174918.1eaf7e72@ms1.nwla.com> 


howdy fellers 
my 75A3 is about 15 kcs off on the kilocycle dial. 


how does one adjust this. I could tear into it and 
probably find out, but I just know one of you men 
knows exactly how to do this and can save me some time. 


Still looking for an 8R! crystal calibrator for this 
little jewel. 


Ronnie 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: Joe Eide <jeide@eau.net> 

Subject: Re: 75A3 Freq. Adjust 

Message-ID: <33559D31.7F91@eau.net> 


Ronnie Hull wrote: 

> 

> 

> my 75A3 is about 15 kcs off on the kilocycle dial. 
> 

> how does one adjust this. 


Hi Ronnie, 
If it is 15 kc off across the whole band and on all bands, you 


can probably get behind the front panel from the bottom with a long 
bristol wrench and loosen the kc dial. The long xcelite tools work quite 


well for this. Don't change or loosen the connections between the PTO 
and the special coupler though. That is set up in a way to prevent the 
PTO from going past its normal stop. 


Again, this is assuming that the dial is relatively linear from 
end to end, but is 15kc off on all bands. 


Good luck .. Joe - KBIR jeide@eau.net 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: Glenn Finerman <GFINER@nms.com> 

Subject: AC wiring for BA's 

Message-ID: <s3563de4.005@nms.com> 


There may have been a thread long ago about the proper way to get 

220V AC into the shack to power those current sucking BA amps but 

I'll post my question here and hope someone can give me a quick 

answer. I Pulled the cover off my circuit breaker box to get a look 
inside because I want to run a 220 line into the new shack. I see a pair 
of thick wires and a ground coming in from outside. The box has two 
vertical rows of breakers. One of the thick wires feeds one row on the 
left side and other feeds the right side. At the bottom of the box there is 
one big breaker (not the main shut-off) that bridges over from the left 
side to the right. This breaker has two wires coming out that feed a 
huge wall mounted 220v air conditioner in the living room. The two wires 
that come out of this breaker obviously connect to the two thick wires 
from outside (220v). 

My question...Did'nt someone say this is the WRONG way to get 220v? 

Each "leg" from outside seems to provide 110v when paired with a 

ground, but the air conditioner gets power from the the two main lines 
coming in from outside. Does this mean I really can't have a proper 220 
line in my shack? (Everyone on the street has underground wiring) . 


TS eshiro eho ots Glenn N2BJIG gfiner@nms.com 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: 4CX250B@miavx1.acs.muohio.edu 

Subject: Re: AC wiring for BA's 

Message-ID: <v03007808a£7c379b798a@[134.53.5.143]> 


>My question...Did'nt someone say this is the WRONG way to get 220v? 
>Each "leg" from outside seems to provide 110v when paired with a 


>ground, but the air conditioner gets power from the the two main lines 
>coming in from outside. Does this mean I really can't have a proper 220 
>line in my shack? (Everyone on the street has underground wiring). 

> 


PTB a owe wee Glenn N2BJIG gfiner@nms.com 
Hi Glenn, 


If I understand your panel wiring, then it is wired correctly for the 240V 
air conditioner outlet. Coming into the house are two 120V circuits, each 
180 degrees out of phase with the other. These are usually designated L1 
and L2, and are colored black. There is also a neutral wire, designated N, 
which is colored white, and a separate (bare) ground wire, connected to a 
ground rod outside the house. The neutral wire (white) is also nominally 
at ground potential, so that a voltmeter connected between it and the 
ground wire will measure zero, or within a few volts of zero. 


In normal operation, no current should flow in the ground wire. Any current 
flowing in a ground wire normally indicates a malfunction. In fact, Ground 
Fault Interruptor (GFI) breakers work by comparing the current between the 
"live" (L121 or L2) wire and the "neutral" (N) wire. If the currents don't 
match within a few milliamperes, then it is assumed that some of the 
current has been diverted to ground and the breaker will trip. 


The 120V outlets in your house should (roughly) be divided equally between 
L1 and L2. In other words, half of the 120V outlets would have wires 
connected to L1 and N, and the other half to L2 and N. Any 240V circuits, 
such as for electric water heaters, stove and ovens, air conditioners, 
would be connected between L1 and L2. Since L1 and L2 are out of phase by 
180 degrees, the voltage measured between L1 and L2 will be 240V. 


In three phase circuits, used in commercial buildings but not residences, 
there are three 120V circuits, designated L1, L2, and L3. These circuits 
are each 120V with respect to the neutral (N) wire, but are each 120 
degrees (not 180) out of phase with respect to each other. Because of the 
120 degree phase difference, a voltmeter connected between any pair (L1-L2, 
L1-L3, or L2-L3) will measure 208 volts, and not 240 volts. This is the 
reason some motors are rated at 208Volts and also at 240Volts. 


73% 


Jim Garland W8ZR 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: Mail List Owner <listown@jackatak.theporch.com> 
Subject: ADMINISTRIVIA: Buying and Selling Guidelines 
Message-ID: <9704161115.aa21328@jackatak.theporch. com> 


Gang- 


This periodic posting is intended as a gentle nudge and suggestion 
which should improve the quality of posts to the BoatAnchors list, and 
maintain our excellent (and high) signal to noise ratio... 


The list culture has developed to include "for sale" and "wanted" 
posts. Originally, all buying and selling traffic was focused on 
finding parts to complete a restoration. As the list has evolved, 
there has been an increase in buying and selling activity, which 
may not be all bad. 


There is, however, a real need to observe certain conventions, lest 
this otherwise benign activity turn into a real disturbance to the 
real purpose of the list: discussions of radio equipment using 
vaccuum tubes, including the life and times of the designers and 
users of such gear. 


Please observe these guidelines: 
1) LIMIT the frequency of for sale postings... once a month is a 
good starting point 


2) DO NOT post endless "xxx is sold" to the entire list... you offered 
it for sale, and it is not considerate of list resources (which 
include the time and energy of the other list members) to burden 
the list with these senseless notices. Use direct email to those 
who responded, or, if you don't want to answer them personally, 
just don't use the list to advertise them for sale! 


3) AVOID even the mere faint appearance that you are posting items 
for sale as a regular adjunct to your business dealings. This has 
become more of a problem lately with some long lists showing up 
regularly on the main list, or with dealers who appear to be using 
the list for their personal advertising advantage. Failure to 
observe these basics *willx result in banishment from the list -- 
just don't do it! When even a shadow of doubt creeps in, read the 
"Welcome" message again... it spells it out! 


4) DO be considerate of those on the list in your for sale or wanted 
postings. Keep them short, infrequent, and ONLY include items 
specifically appropriate to the list -- NO solid state gear is 
obvious, but try to avoid pushing the envelope in any area. 


5) LONG lists and estate offerings should be sent to me at: 
listown@jackatak.theporch.com 
so they may be uploaded to the archives for email or ftp retrieval. 
(We are hoping to have a web page up in the future for these files.) 


Thanks for your understanding and help in making the boatanchors list 
have the highest signal to noise on the InterNet. 
73 
Jack, W4KH/Mobile (75M SSB 2-letter WAS 4#41657/#1789 -- both all mobile! ;%) 
- - - BoatAnchor Mailing List Owner - - - 
listown@jackatak.theporch.com - "Plus ca change, plus c'est la meme chose' 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: Mike Maloney <ac5p@ionet.net> 

Subject: Age of GE "Essential Characteristics Hnbk"? 
Message-ID: <199704170341.WAA22856@mail.ionet.net> 


Have several of these, ETR-15E,15F, 15H and 153 but cant 
find dates on them. Anybody know their vintage? 
73/Mike 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: Tom Kelly <tjkelly@apk.net> 

Subject: Re: Age of GE "Essential Characteristics Hnbk"? 
Message-ID: <3355A2E5.CE5@apk.net> 


Mike, 


I have an original copy (not a reprint) of Essential Characteristics, 
ETRM-15P that is listed on the front page as "14th edition 1973". Hope 
that helps. 


Tom 


Mike Maloney wrote: 

> 

Have several of these, ETR-15E,15F, 15H and 15) but cant 
find dates on them. Anybody know their vintage? 

73/Mike 


VvVV 


Tom Kelly 
Novelty, Ohio (east of Cleveland) 


mailto: tjkelly@apk.net 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: Spencer Petri <spetri@e-tex.com> 

Subject: An Interesting Story, Maybe. 

Message-ID: <mQwHiMK-Q000pPC@e-tex. com> 


Hello Fans of Forgotten BAs, 


Once upon a time we had one Wilcox 99C to many. "Mark it cannibalized and 
get it out of here," and so we did. 


If you vacation or live in the Michigans UP and travel west from the Soo and 
come to the town of Raco, take notice. A few miles on the left you will see 
an old runway. In days of yore this was a Bomarc missile site but is now 
used for testing cars, by GM, I believe. 


At the far end of the runway, out in the edge of the woods, the 99C is 
probably still there. 


73 de Pete WA5JCI 
KEKKKKKKKKKKKKKKKKKKKKKKKKKEKK KK KKK KKKKK KKK KKK KKKKKKKKKKKKKKKKKKKEKKSE 
EM-21--6 Mtr -- WAS #490, WAC CW, DXCC/91 Countries, VUCC/618 Grids 
KEKKKKKKKKKKKKKKKKKKKKKKKKKK KKK KKK KK KKK KKK KKK KKKKKKKKKKKKKKKKKKKEKKSE 
2 Mtr -- 36 States -- VUCC/183 Grids 
KEKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKE 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: "William L. Fuqua III" <wlfuqu00@pop.uky.edu> 
Subject: AN/GRC109 TX to RX antenna connection 

Message-ID: <199704171842 .0AA24655@pop.uky.edu> 


Just removed the shorted diode in the 109's transmitter that 
was shorting out the antenna terminals and it now receives much better. 
Are the diodes necessary sense the key shorts it to ground any way? 
I think that the diodes would contribute to IM products as well. 
73 
Bill wa4lav 


William L. Fuqua III P.E. E-mail WLFUQUQQ@POP.UKY.EDU Phone (606) 257-4155 


Department of Physics and Astronomy CP-177 Chem. Phys. Bldg. 
University of Kentucky , Lexington, Ky 40506-0055 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: kb5wwo@juno.com (George Folse) 

Subject: Belton 

Message-ID: <19970416.203545.5511.7.kb5wwo@juno.com> 


Gone to Belton,Don't buy all the BAs leave some for me. 


George Folse KB5WwWO kb5wwo@juno.com 

630 Dolhonde St. 

Gretna,La.70053 

504-362-1896 ph/fax 

Collector of Heathkit,EF Johnson,and Atwater Kent AMI#937 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: ARONGV@aol.com 

Subject: Bighorn Museum 

Message-ID: <970416161329_-1200487071@emout03.mail.aol.com> 


Hi Gang: 


I've been seeing pro and con comments on Don and his operation in Colorado, 
so here's my take on it: 


I have purchased two separate shipments of equipment from Don. The prices 
were fair, the equipment in some cases even better than he described, and it 
all works. 


Don is in the process of trying to close out his part of the operation there 
and is reorganizing and packing up for his move to a new site in Booneville, 
MO. 


Being in a stressful business myself, and no excuses for my age please, I ‘ve 
found myself in situations where I can't recall a phone call because I forgot 
to make a note of that in the flurry of activity I'm confronted with. If you 
could see what Don's going through, you wouldn't ever want to swap places 
with him. 


He's been more than fair, including driving into Kansas to deliver equipment, 


so I have nothing but the highest regard for him. I'd do business with Don 
any time, not matter where's he's housed. 


Ron WOOIZ Kansas City 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: Keith Heitzmann <kk5£e@communique.net> 

Subject: Re: Bighorn Museum Purchases - Very Satisified 
Message-ID: <2.2.16.19970416104010.2327c7dc@mail . communique.net> 


At 02:19 PM 4/16/97 GMT, Dave N7RK wrote: 

>After seeing some of the negative comments on the Bighorn Museum 
>purchases, I thought I would share my positive experiences........ 
> 


I have to agree, I have purchased some equipment from Don, and have found it 
to be exactly as described. I am very pleased with my dealings with him and 
would not hesitate buying from him in the future. 

Thanks, 

Keith KK5FE 


----AMI# 837---- 
ae Visit my Vintage Radio Web Site---------- 
----http://www. communique. net/~kk5fe------- 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: Glenn Finerman <GFINER@nms.com> 

Subject: Re: Buyer BEWARE! = Wanted 2.1kc S-line filter -Reply 
Message-ID: <s354fed0.018@nms.com> 


I wanted to take a moment to thank the MANY list members who 

responded with kind words and offers of help regarding the Collins 
receiver I bought with the defective filter. I've always thought we have 
a special bunch here but I had no idea I would receive a response like 

I did. 


A very special thanks to Ray Perrin VE3FN for his help ABOVE AND 
BEYOND the call...!!!! 


Keep the firebottles glowing!!!! 


Ties anid Glenn N2BJIG gfiner@nms.com 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 

From: "David L. Thompson" <thompson@mindspring.com> 

Subject: Re: Chinese 3-500Z's 

Message-ID: <1.5.4.16.19970416130926.2edfaa26@pop.mindspring.com> 


At 02:11 AM 4/16/97 GMT, you wrote: 

>My new (to me) amp has a pair of "Pride" 3-500Z's in it. I have heard sad 
>stories about these tubes and would appreciate any information actual users 
>might have on these tubes. They make a KW pretty easy, the exhaust 
>temperature is reasonable (compared to an SB-220) and the meters show pretty 
>good efficiency, about 60%. 


Larry, 


The Pride tubes were sold by a firm from Huntsville, Alabama that merged 
with Svetlana. I have found Pride tubes to be very good (572Bs, 811A's and 
a 3-500Z in my spare amp). All have been in service for some time with no 
problems. There have been problems with Chinese tubes but not that much 
with the Pride version! Wish that were true with Eimac on the 3-400/3-500 
(filaments unsolder, grid shorts) in my Henry 2K. 


73, Dave K4I3RB 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: Dan Kerl <dlkerl@ro.com> 

Subject: Re: Chinese 3-500Z's 

Message-ID: <33552B2B.4DE8@ro.com> 


David L. Thompson wrote: 

> 

> The Pride tubes were sold by a firm from Huntsville, Alabama that merged 

> with Svetlana. I have found Pride tubes to be very good (572Bs, 811A's and 
> a 3-500Z in my spare amp). All have been in service for some time with no 
> problems. 


Since Svetlana is coming out with their own 3-500Z, I wonder what this will 
do to R&G's "Pride" Chinese version? Svetlana seems to be doing a good 


job with most of the stuff they're doing nowadays. 


Dan Kerl 


dlkerl@ro.com 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: John <johnmb@mindspring.com> 

Subject: Daka-ware knobs source found 

Message-ID: <199704171709.NAA24265@brickbat7.mindspring.com> 


Was looking for some knobs for use here at work and ran 
across a reference indicating that Daka-ware ( a supplier 
of many BA phenolic knobs) is still in business, and is a trademark 
of Davies Moulding Co ... a parent company that must have absorbed 
them along the line. 


Allied carries them... 
/John 
Wanted: Rack cabinet for Globe King 500C 
Heath A8/A9 Audio Amp 
National NC-46 Rx. 


johnmb@mindspring.com 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: Jim Garland W8ZR <4CX250B@miavx1.acs.muohio.edu> 
Subject: Dayton Wants and For Sale--a preview 

Message-ID: <v03007805a£7bc4a5£42a@[134.53.65.12]> 


Hi Gang, 


It's a beautiful Spring day here in western Ohio, and therefore impossible 
impossible to hold at bay thoughts of the upcoming Dayton Hamvention. I've 
got a rapidly expanding pile of flea market items on the floor of my 
workshop, all ready to load into the minivan, and also a growing shopping 
list. Here is a preview of both: 


To Sell: 
Collins KWM2-A, round emblem, cabinet refinshed by Chuck Rippel.. 
Otherwise, it's all original, recently aligned, cleaned inside and out, 


and working great. No blemishes on the panel. ($600) 


Ameco T62 Transmitter and VFO 122.. A six and two meter AM/CW rig, recently 
aligned, excellent cosmetic and electrical condition. ($135) 


National NC155 and matching speaker: One of the "cosmic blue" ham band 
receivers. A previous owner added a crystal calibrator (normally a plug-in 
option) at a blank spot on the chassis. I stripped out his messy wiring, 
and rebuilt it from scratch, using the calibrator circuit from the SX-115. 
It's a nice addition to the radio, but obviously not factory original. I 
also cleaned and aligned it, replaced some caps, front panel bulbs, etc. 
Has matching speaker, but non-original grill cloth. Radio looks and works 
good, about an 8.5 overall... ($125) 


Hallicrafters HT-46 transmitter: This 80-10 meter SSB/CW transmitter has 
built-in power supply, and filter-type SSB circuitry. I've gone through it 
carefully, replacing power supply caps, cleaning up some messy wiring, and 
aligning it. I'll sell it to someone who has an SX-146 matching receiver, 
or I'll buy an SX-146 receiver and keep them both. This transmitter needs 
to be paired with an SX146. It just doesn't look right sitting by itself on 
the shelf. ($150) 


Wanted: 


Hallicrafters SX28, 28A, and/or SX-42 receivers. Want one in excellent 
cosmetic condition, preferably with matching speaker. I'll pay top dollar 
for the right radio. 


Mackay receivers, Eddystone receivers -- any interesting model in excellent 
condition. 


Regency Convertor: If you have one, you'll know what it is. I had one as a 
kid, paired it with a transistor radio, and took it to Europe for six weeks 
in 1958. 


Six and two meter convertors for the SX-101 MkIIIA. 


I don't want to ship any of these radios. You can check them out at my QTH 
before the Hamvention (I'm about 50 minutes from Hara Arena), or at the 
convention itself. Always open to trades, or to buy anything interesting. 
If I sell this stuff, I'll have all this space in the basement, and you 
know how nature abhors a vacuum. 


73 


Jim Garland W8ZR 
(513) 529-7040 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: DaveKamp@aol.com 

Subject: Re: DEAD? Yes, but... 

Message-ID: <970416131823_1851400195@emout17.mail.aol.com> 


In a message dated 97-04-15 23:54:19 EDT, you write: 


<< > HE WHO DIES WITH THE MOST 
> RADIOS IS THE WINNER 
> 


>> He who dies with the most radios is still DEAD! >> 


--Yes, but as long as there are those who appreciate BoatAnchors, radios will 
live forever. It is true that "you can't take it with you", however, realize 
that if you did, there would be none left for those left behind... Even 
children of technology shouldn't be left without history- after all, we're 
all in some measure, obsolete. Enjoy, be frivolous, happy, and full of 
hobbies to share, so that nothing will be forgotten. 

Cheers! Dave Kamp, KCOAHZ_ :-) 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: bill@skeeter.frco.com (William Hawkins) 

Subject: Re: DEAD? Yes, but... 

Message-ID: <9704161804.AA11404@skeeter.bvc.f£rco.com> 


You might as well have taken it with you if you didn't plan ahead, 
and your survivors pitch it in the dumpster. 


Regards, 
Bill Hawkins 


In a way, it does go out with you, but probably not to the same place. 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: Jim Lowman <jmlowman@ix.netcom.com> 

Subject: Re: DEAD? Yes, but... 

Message-ID: <335569E7.673A@ix.netcom.com> 


William Hawkins wrote: 

> 

> You might as well have taken it with you if you didn't plan ahead, 
> and your survivors pitch it in the dumpster. 


Well, of course, that's always a possibility. Lately, though, it's 
become fairly common for the surviving spouse or family members to find 
a ham to act as executor for that part of the estate. 


Our club was fortunate to get the donation of a 75A4 and a Hallicrafters 
transmitter from the widow of a local SK. We had a plaque made up 
honoring his memory. 


Knowing how much we hams enjoy the hobby, I can't see someone throwing 
out such equipment...but I could be wrong. 


73 de Jim - KF6CR 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: "A. B. Bonds" <ab@vuse. vanderbilt .edu> 

Subject: Re: Dialcords and.... 

Message-ID: <1997Apr17 .094619-0500@spike.vuse. vanderbilt. edu> 


In <Chameleon.861279558. greg@roeckerpc.ist.mds.lmco.com>, Greg Roecker wrote: 
> 

>"And our survey says . 
> 

>Thanks to all who responded to my request for information on 
>the dial cord replacement on the 5134. The almost universal 
>answer to the question of where to obtain a suitable dial cord 
>replacement is the sporting goods department of WallyWorld, 
>K-Mart, or your local fishing equipment supplier. It seems 
>that heavy duty fishing line is the replacement cord of choice. 
> 


That or #1 surgical suture (braided, not chromic). 


The real question is where does one find dial cord springies? You 
know, those little bitty thin tension springs that are always bent 
and distorted? (You mean they don't come that way? Ohhh..) 


A. B. Bonds 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: n6énae@ix.netcom.com (Richard Humphrey) 

Subject: RE: Don't bring this home either. 

Message-ID: <199704170350.WAA20278@dfw-1ix15.ix.netcom. com> 


I got a chuckle out of all the junk we've hauled home from time to 
time. Glad to hear I'm not the only nut case. Another thing not to 


bring home is highly specialised test sets for gear that you will never 
ever see in your lifetime. 


Case in point is a service set for Victoreen radiation meters. This 
thing was a tube tester and ohmmeter in one gray box about 14 inches on 
a side. 


The tube tester checked Victoreen electrometer tubes. The ‘roll chart' 
listed a total of five tubes, none of which probably exist outside a 
rad lab or nuclear power plant. 


The ohmmeter measured the high value resistors that went along with the 
electrometer tubes. These resistors look like empty glass straws with 
a lead fused into each end. The lowest resistance range had a 
multiplier of 10 to the 14th. Yes, 1 followed by 14 zeros. I forget 
the highest range, something like 10 to the 20th ohms. 


Since test lead insulation is a short at that resistance, all 
measurements were done in a shielded drawer. The tube or resistor had 
one lead clamped in a binding post atop a teflon pillar. The rest of 
the leads were carefully snagged with short wires. You then shut the 
drawer to exclude extraneous fields and twiddled the knobs to make a 
reading. That's assuming nobody had touched the teflon. 


The topper was that the power source was 24 D cells. I never powered 
it up. Wonder who has that white elephant now????? 

Richard 

n6nae@ix.netcom.com 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: "ro" <otterstad@mec.dk> 

Subject: FS Early computer 

Message-ID: <199704171319.PAAO7960@inet.uni-c.dk> 


Ragnar Otterstad 
email : otterstad@mec.dk 


This may be a borderline case for this reflector ! 

I have one abt 20 years old desktop computer made by 

California Technology Int Model 1032A, with build-in 

display. Will give it away for the cost of shipping and handling to a 


deserving computer collector. 


Rag OZ8RO in Copenhagen 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: "ro" <otterstad@mec.dk> 

Subject: FS : old CRTs 

Message-ID: <199704171319.PAAO7953@inet.uni-c.dk> 


Ragnar Otterstad 
email : otterstad@mec.dk 


2 pcs 3DP1 10 dlrs + postage and packing 
73 Rag OZ8RO 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: Jim Coe <jcoe@brightok.net> 

Subject: FS: BC-189-A Coil Sets 

Message-ID: <199704170154.UAA16054@cowboy.brightok.net> 


Hopefully Jack will forgive this FS post..... 


I have seven (7) of the thirteen (13) coil sets for the 
BC-189-A receiver. The coil sets are the C-143A through 
the C149A and cover the range of 260 kHz through 6200 kHz. 


The seven coil sets come with six (6) protective storage 

boxes (cans?), have the calibration charts in the holders 
on top of each coil set, are unmodified (as far as I can 

tell) and are clean. 


I don't have a BC-189-A and am not looking to acquire one, 

so the coil sets are surplus. I would like to sell them 

only as a set for $35.00 plus shipping from ZIP code 73030. 

I think UPS will be about $10.00 in CONUS when packed properly. 


Does anyone need these? I'll take requests by direct email 
through Sunday, April 20, 1997. Priority will go to those 
who need these to complete a set. 


T30 S ikea Jim 
Jim Coe W5JI Hollowstaters should never 
Extra Class ex- K5MBO, W7CDX, KC7CLW tell their paramours that 
Oak Crest (Antenna) Farm the glow in their eyes 


Davis, Murray County, OK, USA reminds them of a favorite radio! 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 

From: Ed Tanton <n4xy@bellsouth.net> 

Subject: FS: I-177-B & TV-7/U 

Message-ID: <3.0.1.32.19970417153212 .00a479f0@mail.atl.bellsouth.net> 


I have two tube testers for sale. Both are in very good condition, with 
their respective tube manuals. The ONLY reason for their sale is the 
acquisition of a like-new TV-2/C. 


PRICES: TV-7/U...$100 I-177-B...$85 prices PLUS shipping. 

Thanks 

72/73 

Ed Tanton N4XY ~~~ EMAIL: n4xy@bellsouth.net 

189 Pioneer Trail 

Marietta, GA 30068-3466 TEL: (770)579-3933 V/MBX/FAX 

QRP-ARCI #7663. G-QRP #6779 OK-QRP #172  QRP-L #758 

AdvRC #140 NORCAL #1779 NCDXF SEDXC 
Life Member: ARRL AMSAT INDEXA QCWA 


INTERESTS: DX  QRP BoatAnchors Test Equipment Photography 
CW: 99.9% QRP: 95-100% (Mood swings!) 


"Think you can, think you can't: either way you're right!" Henry Ford 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: Spencer Petri <spetri@e-tex.com> 

Subject: FS: Modulation Transformer 

Message-ID: <mOwHv70-0000DeC@e-tex.com> 


Hello Ancient Modulatioin Admirers, 


This is a 125 watt Merit universal modulation transformer and matches 2k-20k 
on both primary and secondary. Primary 220ma per side and secondary 220 ma 
series and 440 ma parallel. Comes with original data sheet and box. $50 + 
shipping. 


73 de Pete WA5JCI 
KKKKKKKKKKKKKKKKKKKKKKKKKKKKKKK KKK KKKKKKKEKKAKKKEKKEKKAKKKEKRKEKKKKKEKKEKKK 


EM-21--6 Mtr -- WAS #490, WAC CW, DXCC/91 Countries, VUCC/618 Grids 
KKEKKKKKKKKKKKKKKKKKKKKKKKKKKK KKK KKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKEK 


2 Mtr -- 36 States -- VUCC/183 Grids 


KKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKK 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: Michael Crestohl <mc@shore.net> 

Subject: FS; TMC FRR-3 HF receiver $65.00 

Message-ID: <199704170027 .UAA17232@northshore.shore.net> 


Hello BA Buddies: 
I have an interesting receiver to find a new home for...... 


This is a TMC FRR-3 surveillance receiver. TMC is Technical Materiel 
Corp. This receiver uses 4 plug-in modules to cover the HF spectrum 

up to 32 MHz. I only have one module for this receiver 4-8 MHz. TMC 
made these receivers for certain three-letter Gov't agencies as well as 
the Navy. 


This one is in fair shape - but the metal tag is missing from both the 
receiver and the one plug-in module that I have. The receiver was made 
to be rack-mounted - it is 19" by approx. 6" high and weighs about 32 
pounds. 


Price is $65.00 plus UPS shipping. 

If interested please reply by e-mail..... 
73, 

Michael Crestohl, W1RC 


mc@shore.net 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: WA6GYD@aol.com 
Subject: £t243 xtals 
Message-ID: <970416185322_-1334540496@emout13.mail.aol.com> 


Does anyone know if any of the xtal companys will take my FT243 holders (I 
have a few) and put in custom freq xtal's for us???? 


Don 
From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 


From: "Bob Duckworth" <wb4mnf@atl.org> 
Subject: Fw: Packing and shipping and SX101A comment 


Message-ID: <199704161843 .0AA11770@atl.org> 
Adding to the airline plugs. 


I prefer Lufthansa via Burlington Air Express 
(as forwarders). Excellent service. Will deal. 
Best rates to Europe (heck they are gov. 
subsidised carrier :-) Space available saves 
big too. 


Now for the SX101A. I've recently acquired one 
of these and really like the dial. Any other rigs 
that switch the scale lighting to the band in use? 


-bob 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 

From: "Cal J. Eustaquio" <ceustaqu@polymail.cpunix.calpoly.edu> 

Subject: GPR-90 "resto" about to begin. 

Message-ID: <Pine.A32.3.91.970417011223 .82231A-100000@violin.aix.calpoly.edu> 


Hi folks: 

This is what's happening. As opposed to my Collins 32-V2 project that I 
had been writing about, I am about to embark on my TMC '90 

"restoration." I usually refer to the "restoration" as such because 
beyond alignment, cleaning up of the front panel, and checking tubes, 
quite frankly,there doesn't seem to be anything else that has to be done 
here. Today, I received (from Premier Cabinets), there round edged 
wrinkle grey POR-8 cabinet (unassembled). My intent is to clean up, test, 
and align the unit prior to putting it into this cabinet. Someone here 

on the net had suggested that I write down procedures for aligning an rx 
(for a possible upcoming publication). That will be done here, along with 
checking tubes and general cleaning up (all procedures to be documented 
and photographed of course). After that, the cabinet will be assembled 
and mated to the GPR. 


Just as a note, some of you may be crying "heresy" to the use of a 
non-stock cabinet for the GPR-90. Well, that's true. The situation 
doesn't seem quite "equal" to using a non-stock cabinet for the R-390A 
but in this case, the previous owner told me his father picked it in that 
condition. In any event, I think that this situation will be useful to 
the reader. Since most of these gems usually are found without a cabinet, 
a good alternate source should be quoted. 


Next step is to describe "building" a speaker cabinet (yes, from 
scratch). I don't have the heart to modify an HS-1661 that I got froma 
friend so I will end up refinishing and constructing a speaker encloser 


that came from a junker TCS xmtr. Why not? It has extra holes that were 

drilled into it. Besides, I'll make a separate chapter on powder coating 
as an aside to constructing the speaker. 

Fortunately (if memory serves me well), my powdercoater carries the same 
finish as the wrinkle grey of the future GPR cabinet. 


Finally, in the "getting it all together" department, I will use my 
restored Ranger II as the transmitter side of the story (along with 
details on hooking up a T/R switch, monitor, accessories, and so on). 
Possibly a brief blurb on the electrical and mechnical restoration of 
that transmitter as well. 


Wish me luck, gents, on this endeavor. And any suggestions are 
continually asked for. 


Yours Truly, 


Cal, N6KYR. 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: n6énae@ix.netcom.com (Richard Humphrey) 

Subject: RE: GPR-90 receivers 

Message-ID: <199704170402.XAA27869@dfw-ix9.ix.netcom.com> 


lovely blue-gray wrinkle. Somebody at TMC really had a sense of style 
and color. I don't think there's a better looking radio out there, 
unless it's the GPR-92. That one has black dials with white scales 
that are really sexy. 

It works great. The bandspread really puts it in league above the 
SP600. I can't figure out why TMC didn't sell as many of these as 
could be built. Top notch performance, best looks bar none. No 
sale???? Was it too expensive? Not advertised right? Hams too cheap? 

My only complaint is a bit too much end play in the tuning knobs. 
They feel too loose. Give em a good spin and go half way down the 
dial. Does anybody else have this problem? How can I transplant this 
problem into my R-390A?_ ;-) 

Richard 
n6énae@ix.netcom.com 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: don merz <71333.144@CompuServe.COM> 

Subject: Handbooks FS 

Message-ID: <970417025500_71333.144_DHB58-1@CompuServe. COM> 


Handbooks For Sale 


CONTACT: Don Merz, N3RHT: 47 Hazel Drive, Pittsburgh, PA 15228. 
412-234-8819 (weekdays, EST or leave a message anytime). 
71333 .144@compuserve.com 


ARRL Handbooks 


1930, excellent: $60 

1933, some cover wear, very good: $50 

1934, water stained cover, some pages water damaged, fair: $25 

1935, cover worn, good: $40 

1938, binding edge deteriorating, fair+: $30 

1940, binding edge deteriorating, fair+: $30 

1942, binding edge worn, some cover wear, good: $30 

1945, some binding edge wear, very good: $30 

1945, hardcover with catalog section including fabulous 30 page 
Hallicrafters catalog, excellent: $35 

1949, some binding edge wear, very good/excellent: $30 


Radio Handbooks: These are all hard cover. 


1946, 10th ed., excellent: $30 

1947, 11th ed., near-mint: $30. This is the famous 8-1/2 x 11 
edition with a great catalog section. 

1949, 12th ed., very good+: $25 

1951, 13th ed., excellent: $20 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: Bob Marsh <bmarsh@hicom.net> 

Subject: Help! Kenwood TS-830S Mike Connector Info 
Message-ID: <3356608F .6CE2@hicom.net> 


Hi All, 

I have a friend over here who has a TS-830S. The Mike cable connections 
broke off at the connector (4 pin), and I dont't have the manual here. 
Does anyone have the mic connector pin assignments? (Audio, Audio Gnd, 


PTT, PTT Gnd). 


It's about 1738 UTC right now. He made a bit of a trip to get it fixed 
and the Kenwood website is down. 


Any info would be appreciated. 


73 de Bob/KB2SGM 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: "Ray Allen,W2KBR" <raallen@erols.com> 

Subject: Historical Electronics Museum 

Message-ID: <33552561.760B@erols.com> 


Historical Electronics Museum Amateur Radio Club 

West Nursery Road and Elkridge Landing Road 

(Next to the BWI Marriot Hotel) 

Club Station W3GR 

Mail P.O. Box 746 Mail Stop 4015, Baltimore Maryland, 21203 
Street address 1745 W. Nursey Road... 


Information from "Auto-Call" Official Journal Of Foundation for Amateur 
Radio, Inc..... 


Cheers Ray W2KBR/3 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: JOHN SEHRING <JOHN_SEHRING. parti@ecunet.org> 

Subject: HX-50 TX MODS 

Message-ID: <9704171139.aa17188@pcusa01.ecunet.org> 


Knowing Hammarlund, maybe your HX-50 had the HX-50A-type spotting switch 
put in at the factory. Ox in the field with the °ZBZ' mod. 


It's really a pot to vary the level of the spotting signal & pot contains a 
spring-loaded push-shaft-in switch to turn it on. 


I think the -A mods were quite necessary, e.g. cure some runaway final tube 
plate current problems & ss HV rectifiers. You could incorporate some of 
them into your -50 without too much trouble. 


I was somewhat unhappy with my HX-Drifty although I endured it for 20 
years! I didn't know any better. 


-John Sehring (Wed, Apr 16, 1997 12:45 pm MT @Baker, Montana) UCC WB2EQG 
From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: JOHN_SEHRING.parti@ecunet.org 


Subject: HX-50 TX MODS 
Message-ID: <9704171305.aa05194@pcusa01.ecunet.org> 


Knowing Hammarlund, maybe your HX-50 had the HX-50A-type spotting switch 


put in at the factory. Ox in the field with the °ZBZ' mod. 


It's really a pot to vary the level of the spotting signal & pot contains a 
spring-loaded push-shaft-in switch to turn it on. 


I think the -A mods were quite necessary, e.g. cure some runaway final tube 
plate current problems & ss HV rectifiers. You could incorporate some of 
them into your -50 without too much trouble. 


I was somewhat unhappy with my HX-Drifty although I endured it for 20 
years! I didn't know any better. 


-John Sehring (Wed, Apr 16, 1997 12:45 pm MT @Baker, Montana) UCC WB2EQG 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: JOHN_SEHRING.parti@ecunet.org 

Subject: HX-50 TX MODS 

Message-ID: <9704171315.aa13782@pcusa01.ecunet.org> 


Knowing Hammarlund, maybe your HX-50 had the HX-50A-type spotting switch 
put in at the factory. Ox in the field with the °ZBZ' mod. 


It's really a pot to vary the level of the spotting signal & pot contains a 
spring-loaded push-shaft-in switch to turn it on. 


I think the -A mods were quite necessary, e.g. cure some runaway final tube 
plate current problems & ss HV rectifiers. You could incorporate some of 
them into your -50 without too much trouble. 


I was somewhat unhappy with my HX-Drifty although I endured it for 20 
years! I didn't know any better. 


-John Sehring (Wed, Apr 16, 1997 12:45 pm MT @Baker, Montana) UCC WB2EQG 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: rsolomon@tsd.textron.com 

Subject: Is Amperex Alive ?? 

Message-ID: <9703178612.AA861293609@cctds.tsd.textron. com> 


Does Amperex still exist in the world of tubes ?? Been a long 
time since I looked at their line. Do they have a web site ? 
(if they still exist !). 

Trying to find data on the DX393 tube used in the AM-6154 VHF 
Amp. Can anyone help ? Tnx, Dick, W1KSZ. 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: djw@unlinfo.unl.edu (Daniel Wright) 

Subject: Re: Is Amperex Alive ?? 

Message-ID: <9704171544.AA06859@unlinfo.unl.edu> 


Dick asks: 

> Does Amperex still exist in the world of tubes ?? 
Well....I use their Plumbicon tubes in my cameras here at 
woik..... 


> Do they have a web site ? 
I dunno....go to Altavista and query "Amperex"...(;->. 
Take care all es 


73 de Dan -- WAOJRD .. 
djw@unlinfo.unl.edu 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: Brian.Harris@sv.sc.philips.com (Brian Harris) 
Subject: Re: Is Amperex Alive ?? 

Message-ID: <QQ000E04.1914@scs.philips.com> 


Dick, 


Philips once owned the entirety of Amperex. Although Philips still makes 
plumbicons and camera tubes in the U.S. and Europe, the receiving tube 
business was sold to Richardson Electronics. I do not know if Richardson 
still handles receiving tubes. Call them at 800-722-2288. Perhaps they will 
have the information you seek. 


Brian Harris WA5UEK 
Field Application Engineer 
Philips Semiconductors 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: Dan Kerl <dlkerl@ro.com> 

Subject: Re: Is Amperex Alive ?? 

Message-ID: <33567138.41F8@ro.com> 


Brian Harris wrote: 

> Philips once owned the entirety of Amperex. Although Philips still makes 
> plumbicons and camera tubes in the U.S. and Europe, the receiving tube 

> business was sold to Richardson Electronics. I do not know if Richardson 
> still handles receiving tubes. <snip> 


I see Audio Production Division (Richardson Electronics) advertising 

the availability of Amperex "Bugle Boy" tubes in Vacuum Tube Valley 

and Glass Audio magazines. Types listed are 6DJ8/ECC88, 12AU7A/ECC82, 
12AX7A/ECC83 "and many more!" I know nothing prices, although Richardson 
has never been known for being cheap. Their web page is apparently 


http: //www.tubes-r-us.com 


Dan Kerl 
dlkerl@ro.com 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: "A. B. Bonds" <ab@vuse.vanderbilt.edu> 

Subject: Last call--private sale in Nashville TN 

Message-ID: <1997Apr16.173208-0500@spike.vuse. vanderbilt. edu> 


Just a last reminder of the sale being held by Chuck Grossman. Chuck 
has been accumulating stuff for about 40 years and does not exactly 
know what he has. "Military, some ham, some test equipment, old 
radios, literature" is the best description I could get. There are 
probably no hidden gems, since Chuck knows the market, but if you like 
to plow through old stuff... I will candidly judge that it's not 
worth driving 100 miles for, but if you are in the area, could be fun. 
Dress in your grubbies and wear a back belt. Terms cash. 


Sunday morning 10 am (none of this 7 am hamfest stuff) probably until 

2 or 3. The site is on the west side of Nashville. For details on 

how to get there e-mail me. Not trying to be difficult, Chuck just wanted 
to get an idea of how many would be there. 


73 A. B. Bonds 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 

From: "Ray L. Mote" <rmote@rain.org> 

Subject: Long-life "#47" bulb equivalent? 

Message-ID: <Pine.SUN.3.95.970416152144 .28365A-100000@coyote.rain.org> 


In replacing the bulb in my smoke alarm (a #755), I looked up the specs 
since it was the same size/shape as a #47. Lo and behold, both bulbs 


are 6.3V @ 150 mA. The difference is in the life: 3,000 hours for the 
#47 and 20,000 hours for the #755. Price doesn't seem to be much 
different, either. Might be worth your while to condider it (unless 
you xlikex replacing bulbs <grin>). 


VS ekg es Ray Mote, K5FKT <rmote@rain.org> Oxnard, CA 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: Sheldon Wheaton <swheaton@sky.net> 

Subject: Re: Long-life "#47" bulb equivalent? 

Message-ID: <Pine.GS0.3.93.970416204326.2573J-100000@sky.net> 


On Wed, 16 Apr 1997, Ray L. Mote wrote: 


In replacing the bulb in my smoke alarm (a #755), I looked up the specs 
since it was the same size/shape as a #47. Lo and behold, both bulbs 
are 6.3V @ 150 mA. The difference is in the life: 3,000 hours for the 
#47 and 20,000 hours for the #755. Price doesn't seem to be much 
different, either. Might be worth your while to condider it (unless 
you xlikex replacing bulbs <grin>). 


VVVV VV 


Ray's correct, but in pilot lamps, there is hardly ever a "free lunch". 
Such is the case here, as the brightness for the #755 lamp is spec'd at 
.33 MSCd (Mean Spherical Candelas) versus .50 for the old standby #47. 
You might want to consider whether brightness is a concern before 
changing. 


73, Sheldon KCOCW 


(specs from Chicago Minature Lamp catalog) 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: vancleef@netcom.com (Henry van Cleef) 

Subject: Re: Long-life "#47" bulb equivalent? 

Message-ID: <199704170223 .UAA09832@netcom17.netcom. com> 


As Ray L. Mote discourses 

> 

> In replacing the bulb in my smoke alarm (a #755), I looked up the specs 
> since it was the same size/shape as a #47. Lo and behold, both bulbs 

> are 6.3V @ 150 mA. The difference is in the life: 3,000 hours for the 
> #47 and 20,000 hours for the #755. 


> 
#1847 is a standard and readily-available long-life replacement for 
the #47 as well. 


Hank van Cleef 
E-mail vancleef@netcom.com or vancleef@tmn.com 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: Mike Maloney <ac5p@ionet.net> 

Subject: Re: Long-life "#47" bulb equivalent? 

Message-ID: <199704170223 .VAA27487@mail.ionet.net> 


Sheldon, I'm puzzled by this information. If the volt-ampere specs 
are the same and the 755 puts out less light, should not the 755 run 
hotter with it being less efficient? Yet the life of the 755 is 
considerabley greater...seems like hotter less efficient bulbs should 
have shorter life hours not greater? What gives? 

73/Mike 


>Ray's correct, but in pilot lamps, there is hardly ever a "free lunch". 
>Such is the case here, as the brightness for the #755 lamp is spec'd at 
>.33 MSCd (Mean Spherical Candelas) versus .50 for the old standby #47. 
>You might want to consider whether brightness is a concern before 
>changing. 

> 

>73, Sheldon KCOCW 

> 

>(specs from Chicago Minature Lamp catalog) 

> 


> 
> 
> 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: Sheldon Wheaton <swheaton@sky.net> 

Subject: Re: Long-life "#47" bulb equivalent? 

Message-ID: <Pine.GS0O.3.93.970417000735 .26868A-100000@sky.net> 


On Wed, 16 Apr 1997, Mike Maloney wrote: 


Sheldon, I'm puzzled by this information. If the volt-ampere specs 
are the same and the 755 puts out less light, should not the 755 run 
hotter with it being less efficient? Yet the life of the 755 is 
considerabley greater...seems like hotter less efficient bulbs should 
have shorter life hours not greater? What gives? 


VVVV Vv 


The longer life bulb has a "heftier" filament. For example, it could be 
double the cross-sectional area and double the length, and it would have 
the same "resistance" (disregarding the temperature effects for this 
discussion). With the same voltage and current, and consequently the same 
"power" to dissipate, the heftier filament has 4 times as much mass, 
allowing it to conduct heat out better, and perhaps more signifantly, it 
has much more surface area to promote radiation heat transfer. The result 
is that the heftier filament will run cooler, put out less light (and have 
a "cooler" color temperature), but ultimately have a significantly 

longer life. 


The Chicago Miniature Lamp catalog says: 


"The four basic operating characteristics of voltage, current, luminous 
intensity, and life are all interrelated. To obtain the desired 
characteristics, the lamp designer can adjust the filament wire diameter 
and length." 


73, 
Sheldon KCOCW 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: n5dc@juno.com (Granville B. Lane IT) 

Subject: Manuals/Info needed 

Message-ID: <19970417 .071909.14598.2.n5dc@juno. com> 


I need a manual for a SG-1144/u, and any info on a WWVB receiver by the 
name of Elmek model LXK. Also need a pair of front feet for a Collins 
651-S1. 

Tks de Jim Lane, N5DC 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: BEN NOCK <106312.1035@compuserve.com> 

Subject: MCR1 psu wanted 

Message-ID: <199704171330_MC2-1475-4B9E@compuserve. com> 


I am looking for the psu for the MCR1 set, I 
have a number of spare coils to form a swap if 


need be. 
Ben G4BXD 
MILITARY WIRELESS IN THE MIDLANDS 


HE WHO DIES WITH THE MOST RADIOS 
IS THE WINNER 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: Surplus Al <surplsal@tl.infi.net> 

Subject: Memories 

Message-ID: <33554A38.483@t1.infi.net> 


Reading about all the goodies the fellers buy that are unusual brings 
back memories. If the stuff I sold over the years would ever return I.d 
be jailed for taking up space. Don.t know if anyone remembers the Big 
Yellow Truck I traveled in, but many times at Dayton I would get on the 
roof and have an action, If it wouldnt sell I kept piling it up. Wonder 
what the Buyer did with it. Them were the days when at 4 in the morning 
Buyers were in your truck with flashlites. NO MORE. 31 yrs this year in 
Hamfest Circuit, I could write several books on the happenings. This is 
4 shows already this year , hope to do 25 more. Look for me at the Fests 
everyone knows Surplus Al. 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: Eugene Rippen <soundval@foothill.net> 

Subject: Meter for Simpson 330 wanted 

Message-ID: <33552790.A46@foothill.net> 


I need a Meter for my ols Simpson 330 Tube Checker. 


Eugene Rippen, 105 Donnington, Auburn, CA 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: Tom Lewis <tlewis@connecti.com> 

Subject: NCX1000 

Message-ID: <BeyondMail.3.0.8613058140tlewis@connecti. com> 


What's an NCX1000 xcver------- average condition (6 Ox 7), manual and spare 
finals worth 


Tom Lewis---KIJ5RY a.k.a KBSEHZ, WNOCAP, ZS6/KI5RY 
tlewis@connecti.com 


Universal City, TX 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: W9zr@aol.com 

Subject: Need Ft Gordon Tec lesson Info 

Message-ID: <970416162900_-799027500@emout09.mail.aol.com> 


I recently ran across some tec lessons used at the Ft. Gordon, Ga signal 
school for the RT718/FRC93 system. This is the military nomenclature for the 
KWM2A,312B4 and 30L1 with other Collins accesories. I did no get the 
complete series and I am wondering if anyone has these or has access to them. 


The Tec numbers are lesson 101-113-8204-A,8206A,8208Aand 8222A. The numbers 
in between are missing. 


These sections cover troubleshooting techniques for the repair depot 
technicians for the KWM2A,etc. They are dated 1982. 


Anyone heard of these? 
73 Randy 


PS I am looking for the military manual for the FRC93 equipment too. 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: williams@snowhill.com 

Subject: Re: Need Ft Gordon Tec lesson Info 

Message-ID: <3355091B.7A28@snowhill.com> 


I recently ran across some tec lessons used at the Ft. Gordon, Ga signal 
school for the RT718/FRC93 system. This is the military nomenclature for the 
KWM2A,312B4 and 30L1 with other Collins accesories. I did no get the 
complete series and I am wondering if anyone has these or has access to them. 


VV VV VV 


The Tec numbers are lesson 101-113-8204-A,8206A,8208Aand 8222A. The numbers 


in between are missing. 


These sections cover troubleshooting techniques for the repair depot 
technicians for the KWM2A,etc. They are dated 1982. 


Anyone heard of these? 


73 Randy 


VV VV VV VV VM 


PS I am looking for the military manual for the FRC93 equipment too. 
Randy, 


I'll check here at Fort Rucker (Alabama). May be tough on the TEC tapes, 
but maybe something will turn up. I'll also check our Tech Library for 
the TM. 


Good thing you mentioned this because our shop has a lot of cards, 
booklets, and other GTA on equipment. I'll get a load of what is 
available and post the list tomorrow. I'll take some donuts in to the 
guys and get them to see what old stuff they can order. I'll have to do 
it fast because I quit this job at the end of the month. 


Barry 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: W9zr@aol.com 

Subject: Need info for Hickok 6000A tube checker 
Message-ID: <970416220711_-1870626187@emout06.mail.aol.com> 


I recently discovered that my 6000A needs some alignment. Tubes that checked 
bad on my checker tested good on 2 other mutual conductance checkers. Is 
there an alignment procedure kicking around somewhere? These were plentiful 
in their day so I suspect others must have run into the same problem. 


Any ideas? 

73 

Randy 

From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: dr.electron@juno.com 


Subject: Re: Need info for Hickok 6000A tube checker 
Message-ID: <19970417 .115536.3534.19.dr.electron@juno.com> 


Ditto for the Hickok model 800. I usually wind up checking a number of 
the same tube #, so sometimes consistency is a useful indicator. It would 
be nice to no my 800 is " in cal ", though. 
Thanks, Rich 

dF dF dF 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: standard@pcs.mb.ca (Gary Smith) 

Subject: Need manual Telequipment Scope 

Message-ID: <199704162046.QAA28996@pcs.mb.ca> 


I'm looking for info (manual) on a Model S51B Telequipment Scope. Its for 
another ham here in Winnipeg and he says its of English orgin. 


Any help would be great. 
73 


Gary Smith VE4YH 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: Harry Vaught <hvaught@worldnet.att.net> 

Subject: Need Meter Repair 

Message-ID: <33571578.42B3@worldnet.att.net> 


Gang, 


I damaged (ruined) the rear spring in the S-meter of my SX-101A while 
probing at a broken bulb. A local meter repair shop looked at it and 
said they couldn't repair it. I don't think they really wanted to fool 
with it in the first place. 


Does anyone know of someone who does BA meter repairs? 


Or, does anyone have an SX-101A S-meter from a junker for sale? 
Cosmetic condition unimportant. 


Harry, KT4AE 


Harry Vaught, KT4AE 
Lawrenceville, Georgia 
hvaught@worldnet.att.net 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 


From: carl yaffey <cyaffey@sprynet.com> 
Subject: need prices for BAs 
Message-ID: <2.2.32.19970416191347 .00d2e5d8@m1.sprynet.com> 


A friend, K8IDN, has just acquired a bunch of BA stuff and is interested in 
finding some approx. prices since he may be interested in selling some of it. 
Can someone please tell me some approx. prices/values for the following? 
HEATH SB-303 EC 

HEATH HG-10B VGC 

HEATH SB-110 EC 

HEATH HW-17 GC (2M transceiver) 

National NC-57 VGC 

DENTRON "160-10 AT" transmatch 

TNX es 73, Carl K8NU 


Carl Yaffey; cyaffey@sprynet.com; 614 268 6353;, Columbus OH, K8NU (ex-W4EZB) 
Yaffey Software Development, Inc.; Banjo player for One Riot One Ranger. 


/~~\\ ' ' - 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: Gary Pewitt <gpewitt@execpc.com> 

Subject: Needed 

Message-ID: <Pine.GS0O.3.95.970416114256 ..2652A-100000@earth> 


I'd like to get a copy of the Surplus Radio Conversion Manual Vol 2. 
The one with the ART13 in it. Why? Well I just got a 13 and I want to 
fix it up and get it on the air. So any parts, accessories, and 
particularly Manuals available? Will buy or trade. Need dynomotor, 
cables, etc. Thanks and 73 Gary 


Spewitt@execpc.com N9IZSV 414 355 8147 
Gary Pewitt 6120 W. Calumet Rd. Apt 204 
Milwaukee, WI 53223. Boatanchor buff 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 

From: "David L. Thompson" <thompson@mindspring.com> 

Subject: Re: NEVER BRING HOME 

Message-ID: <1.5.4.16.19970416134752 .362f4bda@pop.mindspring.com> 


Used to be bringing home ARC-5's meant you were stuck with them..not any longer. 


Except for some parts (grab bags maybe..) the only thing I have that should 
never be brought home are old (pre PC) terminals like the Silent 700 that 
uses termal paper. I have two I will give away if you will pick up. One 
works the other clicks (with a new roll of paper). If you could use regular 
paper they would act as a typewriter..that termal stuff is continuous altho 
you can tear it off. 


Hey the guy with extra BC-221's maybe we should trade! 


Dave K4JRB 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: rhys@ix.netcom.com (Lawrence D. Wolken) 

Subject: Nixie Tube DA1300 -- Help 

Message-ID: <199704162337 .SAA17508@dfw-1ix7.ix.netcom.com> 


Hi Gang -- 


Doing some spring housecleaning in one of the junk drawers and came 
across a few Nixie tubes. They're marked DA1300. 


The honorable Ludwell Sibley appears to have little to say on the 
subject so I'm coming to the higher authority. Anyone know what they 
are and what they might be good for?? Thanks in advance for your 
research. 


Larry Wolken N30JD 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: Laird_Tom_N@hpmail1.90.deere.com 

Subject: old radio book found 

Message-ID: <H00005a004e094bb@MHS> 


--openmail-part-05f£ce090-00000001 

Content-Type: text/plain; charset=US-ASCII; name="old" 
Content-Disposition: inline; filename="old" 
Content-Transfer-Encoding: 7bit 


I received this e-mail from a Aussie friend on mine. He is not on the 
list, but I thought maybe some of you VK's on the list might e-mail him 
direct and spark his interest futher. He has his ham ticket, but no old 
gear yet. 

Tom Laird WC9M Moline, I1 

TL39597@deere.com 


--openmail-part-05fce090-00000001 

From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 

From: "David L. Thompson" <thompson@mindspring.com> 

Subject: Re: Packing and shipping 

Message-ID: <1.5.4.16.19970416133646 .2edf80ea@pop.mindspring.com> 


>Properly packed, any shipper should be able to get anything to you 
>safely. UPS, FEDEX, USPS, a Moving company, Greyhound, package express, 
>or a trucking company. 

> 

>73 John KiER 


Don't forget Delta (your airline) Air Cargo. Only problem you usually have 
to go to the airport to get it. Check the price for heavy gear (I shipped 
boxes of the Amateur Radio Mail Order catalog to dealers) and recently got a 
85lb transmitter this way. The price will be surprisingly low considering 
its ready for pick up the next day! 


The real key is pack it correctly! Double box or pallet/crate for things 
like the BC610 or my Henry 2K. 


Good shipping.... 


Dave K4JRB 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: KA9EGW@aol.com 

Subject: packing/shipping medical gear 

Message-ID: <970416233843_973862321@emout12.mail.aol.com> 


What we do where I work, packing delicate life-support equipment and blood 
cell separators for overseas shipment (some of this stuff rivals a BC-610 for 
size and weight) to make sure it gets there undamaged: 

1) Start with a special pallet (solid top deck, not slotted), sized to 
match. For a typical rack-mount BA, 3 each 24" 2x4's on 10" centers, a 20" x 
24 piece of half-inch plywood and 3 each 24" 1x2's will work nicely. Enough 
materials to ship half a dozen BAs can be had for about $30 at the local 
lumberyard. Cheap insurance. 

2) Roll the offending behemoth up on the pallet. 

3) Nail blocks down on all 4 sides to hold it in place--total 8 blocks, 2 at 
each corner. Put some "soft" foam like upholstery foam (fully compressed) 
between the blocks and the BA. 

4) All the way around the top, lay hard-foam angle stock. I don't know what 
material it's made of by name, but it is a common packaging material made of 
a foamed platic that almost feels like foamed paraffin. It is very 
distinctive for its rigidity and very waxy feel. 


5) Run banding or loadbinders ("motorcycle tie-down straps" as the local 
Harley-Davidson Motorcycles (trademark) dealer calls them) under the pallet 
deck and over the BA. Cinch down firmly. With the rigid foam to protect the 
upper corners, the paint doesn't get damaged. 

6) Build a 5-sided, open-bottom box around it that reaches from the foam on 
top to the top of the pallet. Old appliance cartons and duct tape will work 
well here. 

7) More banding to hold the carton on. 

8) "This side up" stickers. The more the better. Also, a couple bucks will 
buy you peel-and-stick tilt indicators that tell you right away if the 
stickers have been obeyed, and tell the freight company you will know. 

This is how we ship 800-pound, $160,000 blood-cell separators and suchlike by 
overnight air freight to Japan from Chicago and back, and they arrive ready 
to set up and hook the patient to. They arrive undamaged. In the 
life-support business, many times we simply *cannotx afford to have to take 
the time to ship a second unit due to damage. For domestic shipments, we 
ship motor freight, not UPS. Frankly, I wouldn't mind carrying my BA from 
the street to my house rather than the UPS driver doing it--if I knew it 
would arrive undamaged. If I'd be willing to drive all day to go pick up a 
BA and drive back, I'd be willing to take the effort to do as I've described 
here. 

As to how to find competent shippers--go to your local truck stop, go to the 
fuel desk, tell them what you're shipping, and ask for the name of the local 
LCL (Less-than-Carload Lot) freight broker(s). Where I work, we have our own 
fleet, but will sometimes use Consolidated Freightways, Con-Way Central 
Express (CCX) or Roadway. You will find options aplenty. These people KNOW 
how to handle freight so it arrives OK. 

I have a friend who worked for UPS and he said the quota for the guys loading 
the trucks is (this is not a misprint) THREE THOUSAND PARCELS AN HOUR (yes, I 
said 3,000--that's 5/6 of a parcel EVERY SECOND for 4 hours!)--what the 
loaders usually do is work in 2-man teams and toss the packages the length of 
the truck or trailer, he says. He also tells me UPS sends "spotters" and if 
a driver is caught walking (as opposed to running) from his truck to your 
house when making a delivery, they fire him that same evening when he gets 
back to the terminal. I know back in '82 when I worked for UPS as a security 
guard, I'd see loaders come off a 4-hour shift in an unheated building in the 
dead of a Chicago winter so soaked in sweat their clothes would freeze up and 
make crackling noises as they walked to their cars. 

No wonder all the horror stories about UPS. Then again, I never saw a UPS 
loader who didn't look like he/she was in prime physical condition. 

Even allowing for exaggeration, if what was reported to me is half true, I 
wouldn't ship a rock via those guys. Hope this info helps. I'd welcome any 
input/feedback from someone with more info on or experience with what company 
you feel would be best to deal with. 


73 de KA9EGW 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: dr.electron@juno.com 

Subject: Re: packing/shipping medical gear 

Message-ID: <19970417 .115536.3534.1.dr.electron@juno.com> 


Never opt for the cheapest rate on freight shipments. This means 

the material will be hopscotched across the country as a "pickup" 

load. Under these conditions, proper loading equipment such as 

pallet jacks or forklifts are not always available, and your gear might 
be " drop checked " off the truck, with predictible results. I would 
opt for straight - through shipping on valuable shipments, if possible. 


Also, no one else will pack an anchor as well as you would. 


73's 
Rich P. 
df df df 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: Bob Reynolds <breynold@sigg.com> 

Subject: R4B part 

Message-ID: <97Apr16.134322cdt.19668@firewall.sigg.com> 


Anyone have a spare or can point me to a source of a "Cinch 
5AB2" plug for the R4B. 


thanks, Red K5VOL 


breynold@sigg.com 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: dr.electron@juno.com 

Subject: Re: SBE-33 

Message-ID: <19970416.191522 .3166.10.dr.electron@juno.com> 


I just saw one in a liquidation warehouse for $ 35.00 
It's worth $20 just for how it looks & the construction. 
When I worked on avionics/comm in the Navy, "liquidation" 
meant doing " Float Checks " on certain equipment. None ever 
did float. 
73'3 
Rich P. 

dF dF dF 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 


From: n4bno@juno.com (James R Bridgers) 
Subject: Signal Generator Wanted 
Message-ID: <19970416.175113 .5367.0.n4bno@juno. com> 


Hello All, 

I am looking for a signal generator that I can use to align my Drake and 
Hallicrafters receivers. This deal my end up being like giving a monkey 
a loaded pistol. However, I really don't know what to look for and I 
would appreciate some suggestions from those who would like to respond. 
Any suggestions, hints, tips, advice or other comments can be sent to me 
directly at: 


n4bno@juno.com 
Thanks to you all. 


73 
Rodney 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: JOHN SEHRING <JOHN_SEHRING.parti@ecunet.org> 

Subject: SLOW FANS DOWN 

Message-ID: <9704171140.aa17384@pcusa01.ecunet.org> 


The suggested use of a capacitor in series with an AC motor fan to slow it 
down reminds me of another use of a series cap. 


You can make a nifty, super-simple constant current supply that way too. 
Use it for charging nicads for instance. 


Circuit I use has a series capacitor in AC line, followed by a full-wave ss 
rectifier bridge, then on to the load, e.g. nicads. 


Current is determined by applied AC voltage divided the reactance of the 
series cap at 60 Hz. 


The beauty of this ciruit is, truly constant current no matter what the 
load, e.g. how many nicads cells in series you're charging. Even as cells 
charge & their terminal voltage rises, current stays dead constant. 


The circuit will apply as much as the applied AC voltage to the load to 
reach (or try to reach) the rated current. But even a short circuit load 
gets only the constant current. 


Don't remember where I first saw this circuit, some ham magazine or 
handbook, I think. 


-John Sehring (Wed, Apr 16, 1997 1:31 pm MT @Baker, Montana) UCC WB2EQG 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 

From: Ed Tanton <n4xy@bellsouth.net> 

Subject: Re: SLOW FANS DOWN 

Message-ID: <3.0.1.32.19970417130705 .00a86210@mail.atl.bellsouth.net> 


Using a series cap as a sort of current limiter for nicad charging works 
VERY well... it also produces very little heat... BUT there is one thing to 
remember: the terminals of the battery(s) will be at 120V and fully capable 
of a lethal supply of coulombs! 


At 04:10 PM 4/17/97 GMT, JOHN SEHRING wrote: 

>To: boatanchors@theporch.com 

> 

>The suggested use of a capacitor in series with an AC motor fan to slow it 
>down reminds me of another use of a series cap. 

> 

>You can make a nifty, super-simple constant current supply that way too. 
>Use it for charging nicads for instance. 

> 

>Circuit I use has a series capacitor in AC line, followed by a full-wave ss 
>rectifier bridge, then on to the load, e.g. nicads. 

> 

>Current is determined by applied AC voltage divided the reactance of the 
>series cap at 60 Hz. 

> 

>The beauty of this ciruit is, truly constant current no matter what the 
>load, e.g. how many nicads cells in series you're charging. Even as cells 
>charge & their terminal voltage rises, current stays dead constant. 

> 

>The circuit will apply as much as the applied AC voltage to the load to 
>reach (or try to reach) the rated current. But even a short circuit load 
>gets only the constant current. 

> 

>Don't remember where I first saw this circuit, some ham magazine or 
>handbook, I think. 

> 

> -John Sehring (Wed, Apr 16, 1997 1:31 pm MT @Baker, Montana) UCC WB2EQG 


Ed Tanton N4XY EMAIL: n4xy@bellsouth.net 
189 Pioneer Trail 
Marietta, GA 30068-3466 TEL: (770)579-3933 V/MBX/FAX 


QRP-ARCI #7663 G-QRP #6779 OK-QRP #172 QRP-L #758 
AdvRC #140 NORCAL #1779 NCDXF SEDXC 


Life Member: ARRL AMSAT INDEXA QCWA 


INTERESTS: DX  QRP BoatAnchors Test Equipment Photography 
CW: 99.9% QRP: 95-100% (Mood swings!) 


"Think you can, think you can't: either way you're right!" Henry Ford 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: JOHN_SEHRING.parti@ecunet.org 

Subject: SLOW FANS DOWN 

Message-ID: <9704171305.aa05246@pcusa01.ecunet.org> 


The suggested use of a capacitor in series with an AC motor fan to slow it 
down reminds me of another use of a series cap. 


You can make a nifty, super-simple constant current supply that way too. 
Use it for charging nicads for instance. 


Circuit I use has a series capacitor in AC line, followed by a full-wave ss 
rectifier bridge, then on to the load, e.g. nicads. 


Current is determined by applied AC voltage divided the reactance of the 
series cap at 60 Hz. 


The beauty of this ciruit is, truly constant current no matter what the 
load, e.g. how many nicads cells in series you're charging. Even as cells 
charge & their terminal voltage rises, current stays dead constant. 


The circuit will apply as much as the applied AC voltage to the load to 
reach (or try to reach) the rated current. But even a short circuit load 
gets only the constant current. 


Don't remember where I first saw this circuit, some ham magazine or 
handbook, I think. 


-John Sehring (Wed, Apr 16, 1997 1:31 pm MT @Baker, Montana) UCC WB2EQG 
From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 


From: JOHN_SEHRING.parti@ecunet.org 
Subject: SLOW FANS DOWN 


Message-ID: <9704171315.aa13807@pcusa01.ecunet.org> 


The suggested use of a capacitor in series with an AC motor fan to slow it 
down reminds me of another use of a series cap. 


You can make a nifty, super-simple constant current supply that way too. 
Use it for charging nicads for instance. 


Circuit I use has a series capacitor in AC line, followed by a full-wave ss 
rectifier bridge, then on to the load, e.g. nicads. 


Current is determined by applied AC voltage divided the reactance of the 
series cap at 60 Hz. 


The beauty of this ciruit is, truly constant current no matter what the 
load, e.g. how many nicads cells in series you're charging. Even as cells 
charge & their terminal voltage rises, current stays dead constant. 


The circuit will apply as much as the applied AC voltage to the load to 
reach (or try to reach) the rated current. But even a short circuit load 
gets only the constant current. 


Don't remember where I first saw this circuit, some ham magazine or 
handbook, I think. 


-John Sehring (Wed, Apr 16, 1997 1:31 pm MT @Baker, Montana) UCC WB2EQG 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: Dale Braun <dale.k.braun@uwrf.edu> 

Subject: SLOW FANS DOWN -Reply 

Message-ID: <s35607d0.049@adngate.adn.uwrft.edu> 


The idea of using series capacitance to slow down AC powered fans has another 
application. I once installed a 12 volt DC muffin fan in a BA transmitter, but 
had only 6.3 volts AC available. I found that a voltage doubler circuit with 
hefty capacitance provided too much voltage and current. Reducing the 
Capacitance of the filter caps limited the current through the voltage doubler 
circuit, and the fan hums along at the right speed. This technique was used to 
replace the shaded pole motor/fan on the final compartment in a Heath Apache. 


73, 


Dale 
WD9GWH 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 


From: "Allan Fritsche" <fritsche@msn.com> 
Subject: Stand By for Sheer Boredom 
Message-ID: <UPMAILO3.199704170036330023@msn.com> 


Hey Gang, as soon as I get the R-390A in a cabinet, I will again tackle 

the RECEIVER FROM HELL ( The Lowly HQ-145C). 

NO, this time I won't bore you with details of having to take several if 

cans apart to build one good one. 

NO, I won't describe the bleeding fingers that I will get prying things apart 
with needle nose pliers. 

NO, I won't describe the constant bickering from my wife about what the 

heck are you doing out there. 


Gee, now that I think about it, Might as well just post a forsale on the 
new BA swap list when it's all said and done. 


Forsale HQ-145C, Like new with manual . $3,000 and you pay shipping. 


Have Fun My Friends 
Al 
fritsche@msn.com 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: "A. B. Bonds" <ab@vuse. vanderbilt .edu> 

Subject: Re: Stand By for Sheer Boredom 

Message-ID: <1997Apr17 .092028-0500@spike.vuse. vanderbilt. edu> 


In <UPMAILO3.199704170036330023@msn.com>, Allan Fritsche wrote: 

>Hey Gang, as soon as I get the R-390A in a cabinet, I will again tackle 
>the RECEIVER FROM HELL ( The Lowly HQ-145C). 

> 

>Gee, now that I think about it, Might as well just post a forsale on the 
>new BA swap list when it's all said and done. 

> 

>Forsale HQ-145C, Like new with manual . $3,000 and you pay shipping. 

> 


I hear you. I have an S-20R with bad paint, incorrect speaker and 
extra holes in the front panel that I will let go TODAY ONLY--Limited 
Time Offer--for $650. And an Atwater-Kent 45 (4 RF stages 4, all out 
of synch) which has had EVERY component replaced for only $1500. 

You pay shipping, and I take it to the package store (brrrr....) 


73 A. B. Bonds 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: "Allan Fritsche" <fritsche@msn.com> 

Subject: SX-115 Serial Numbers 

Message-ID: <UPMAILO3.199704170036320673@msn. com> 


Hey gang, I wished I had one no matter what the serial number is. 
Al 
fritsche@msn.com 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: jmccarty@lucent.com (John J Mccarty) 

Subject: TBY 

Message-ID: <199704171748 .MAA25385@nwsgpa. ih. lucent.com> 


Ken and the list 


I have a TBY-7 at home. Neat little unit. It tunes 
from ~27 Mc to 80 Mc. Uses two acorn tubes (r.f£. amp and det) 
in a super regen circuit. Has the spring loaded whip ant. base 
but also has a so-239 ant connector (one of the military's mods). 


The x-mitter uses two acorn tubes as a push-pull osc which was 
modulated by a '30 tube. I think the '30 did double duty as the 
audio amp for the receiver. There is an other '30 tube in the rig 
which is the xtal calibrator. 


The rig was used either voice or mcw. The key with enclosed 
contacts mounted on top. From the info I have seen, this rig was 

a "field use failure" for the troops who tried to use them during 
amphibious landings in the South Pacific. But it appears that they 
saw a good amount of ham use during the '50s. The conversions were 
to add a xtal osc to control the push-pull final. 


I built a power supply that fits where the batteries went (under 
the radio, held on by straps). Mine hears very well. My meter 
switch is bad, so I cant try the xmitter in a dummy load. It's 
on the "project" list. 


While on the subject, anyone have ant. sections or a key for 


John Mc 
n9hrt 
jmccarty@lucent.com 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: Ken_Warren@beavton.k12.or.us (Ken Warren) 

Subject: TBY-7 

Message-ID: <61406.368809847@beavton.k12.or.us> 


Hi gang, I need a bit of confusion cleared up. The Mil list indicates that a 
TBY is a 28-40 Mhz AM rig while the description I received from another person 
of a TBY-7 would lead one to think that it is a VLF 200-1 Mhz transceiver. Can 
anyone clear up the confusion. Maybe two pieces of equipment with similar 
designations? 


Thanks for any help. 
Ken Warren K7RPX 


Ken_Warren@beavton.k12.or.us 
KenwK7RPX@worldnet.att.net 
Beaverton School District 
Beaverton, Oregon 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: "Denny Gilbertson" <gilbertson@ics.uwex.edu> 

Subject: Re: TBY-7 

Message-ID: <MAILQUEUE-101.970417101651.768@ics.uwex.edu> 


Ken Warren wrote: 

> Hi gang, I need a bit of confusion cleared up. The Mil list indicates that a 

> TBY is a 28-40 Mhz AM rig while the description I received from another person 
> of a TBY-7 would lead one to think that it is a VLF 200-1 Mhz transceiver. Can 


Information I have says the TBY set is a very high frequency, 
portable, transmitter-receiver capable of voice or MCW telegraphy on 


any one of 130 channels within a frequency range of 28 to 80 mc( Mhz). 


My info doesn't distinguish between versions of the TBY though. 


73 
Denny Gilbertson, K9JCZ 


Ken_Warren@beavton.k12.or.us 
KenwK7RPX@worldnet.att.net 
Beaverton School District 
Beaverton, Oregon 


VV VV VV MV 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: Ken_Warren@beavton.k12.or.us (Ken Warren) 

Subject: TBY-7 

Message-ID: <61406.369145689@beavton.k12.or.us> 


The following is the description I received from the owner of the TBY-7, maybe 
this will help in confirming the ID. 


Ken the ID plate says "A Unit of Model TBY-7". Also "Type CRI-43044". 
Has 4 receiver bands and 4 transmitter bands. The numbers typed into 
the log/calibration book on top look like AM frequencies, ranging from 
188 to 1055. The antenna mount is a large brown bakelite piece ona 
swivel mount on the side of the cabinet. Theres are switches for 
crystal on & off., "audio fil rheostat', "rf fil rheostat", trans & rec 
antenna tuning, volume, regen. Jacks for phones & key. Hope this 
helps. Two extra crystals mounted in bracket inside, as well as extra 
tube. 


Anyone recognize this? 
Ken Warren K7RPX 


Ken_Warren@beavton.k12.or.us 
KenwK7RPX@worldnet.att.net 
Beaverton School District 
Beaverton, Oregon 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: Norm Flasch <flasch@cushy.ece.nwu.edu> 


Subject: Tek Scopes available 
Message-ID: <199704162319.SAA11670@cushy.ece.nwu.edu> 


Gang: 


I have a number of Tek tube type scopes I need to dispose of. Most of 
these work to some degree. I can supply more information on request. 


514, 524D, 545, two 551's (one less upper fan), 555, 565 w/manual, 
575 (transistor curve tracer) and a 585. 


I also have several scope mobiles including a couple of grey ones 
to match the early 514 and 524. 


Tek scopes don't bring much lately. They are probably among the 

best constructed, easiest to work on BA's around. Plenty of tubes. 

I am sorely tempted to strip some of these. The parts are certainly 
worth more than the whole. But, I have a problem doing that. Namely, 
I would regret it later. 


I also have a large screen tube type scope (16") made by Uchida Yoko 
Co. It works, but there was some hum on the trace and it needs a cord. 


So, here is the deal. Price range of $25.00 to $50.00 depending on 
condition. Except for the 585 which I think is an 85 Mhz scope. 
Pick up only from a suburb just north of Chicago. Carts are another 
$10.00 - $15.00 depending on condition. 


BTW, I attend many of the northern Illinois hamfests and can bring one 
or two along. I will be at the Elgin ARC meet this Sunday, April 20. 


Norm Flasch flasch@ece.nwu.edu Northwestern University 
Electrical and Computer Engineering 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: JOHN SEHRING <JOHN_SEHRING.parti@ecunet.org> 

Subject: TEKTRONIX 545A SAGA 

Message-ID: <9704171140.aa17292@pcusa01.ecunet.org> 


Source(s) of NE-2's? 
-John Sehring (Wed, Apr 16, 1997 1:00 pm MT @Baker, Montana) UCC WB2EQG 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: JOHN_SEHRING.parti@ecunet.org 


Subject: TEKTRONIX 545A SAGA 
Message-ID: <9704171305.aa05220@pcusa01.ecunet.org> 


Source(s) of NE-2's? 


-John Sehring (Wed, Apr 16, 1997 1:00 pm MT @Baker, Montana) UCC WB2EQG 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 
From: JOHN_SEHRING.parti@ecunet.org 

Subject: TEKTRONIX 545A SAGA 

Message-ID: <9704171315.aa13790@pcusa01.ecunet.org> 


Source(s) of NE-2's? 


-John Sehring (Wed, Apr 16, 1997 1:00 pm MT @Baker, Montana) UCC WB2EQG 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: Ronnie Hull <larebel@ms1.nwla.com> 

Subject: Valiant Transformer 

Message-ID: <1.5.4.16.19970417060344.2d8£7££8@ms1.nwla.com> 


Morning everyone. Im in need of a BAD power transformer 
for my Valiant. The one I have works, but for some reason 
the mounting feet are all torn away from the rest of the 
case. Must have been damaged in shipping at some point 
in its life. 


so, I need the two halves of the case, or the whole darned 
thing. I DO NOT NEED A WORKING TRANSFORMER. 


anyone got one of these beasties? I've gone through my 
collection of transformers and I have nothing close in 
size to this... 


Ronnie 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 

From: Ed Tanton <n4xy@bellsouth.net> 

Subject: Re: Valiant Transformer-unique email 

Message-ID: <3.0.1.32.19970417120954.00a68100@mail.atl.bellsouth.net> 


> Morning everyone. Im in need of a BAD power transformer 
>for my Valiant. The one I have works, but for some reason 
>the mounting feet are all torn away from the rest of the 
>case. Must have been damaged in shipping at some point 
>in its life. 

> 

>so, I need the two halves of the case, or the whole darned 
>thing. I DO NOT NEED A WORKING TRANSFORMER. 

> 

>anyone got one of these beasties? I've gone through my 
>collection of transformers and I have nothing close in 
>size to this... 


> 

>Ronnie 

> 

72/73 

Ed Tanton N4XY ~~ EMAIL: nd4xy@bellsouth.net 

189 Pioneer Trail 

Marietta, GA 30068-3466 TEL: (770)579-3933 V/MBX/FAX 

ORP-ARCI #7663. G-ORP #6779 OK-ORP #172  QRP-L #758 

AdvRC #140 NORCAL #1779 NCDXF SEDXC 
Life Member: ARRL AMSAT INDEXA QCWA 


INTERESTS: DX  QRP BoatAnchors Test Equipment Photography 
CW: 99.9% QRP: 95-100% (Mood swings!) 


"Think you can, think you can't: either way you're right!" Henry Ford 


From boatanchors@sco.theporch.com Thu Apr 17 14:44:26 1997 

From: BOB RAGAIN <RAGAIN@hubvx6.sedalia.wireline.slb.com> 

Subject: What's a BC-906 freq meter? 

Message-ID: <970417090235.32e101cO0@hubvx6.sedalia.wireline.slb.com> 


Hello BA Folks, 


I just picked up a BC-906C Frequency meter to evaluate. Looks like it might 
be a predecessor of a BC-221 of which there have been several mentions on the 
list lately. 


Contract number on the label is 3348-WF-43, which I'd interpret to be a 1943 
contract. Gee, this thing is older than I am! Some earlier comments on the 
BA list archives indicate this is a VHF version, and another reference 


indicates 150 MHz to 225 MHz, oops, they didn't make Hertz back then, it's 
Mc's. Maybe 2 meter coverage is possible off the low end? 


Device has a nice big dial on the front (like a National) and an antenna 
through the top. Black metal case (in need of a good cleaning). 


Does anyone have or use one of these? Is it a shelf warmer, or a usable 
piece of test equipment? 


Dumb question of the day: Hows it work? Does an incoming signal from the 
antenna give an indication on the meter when the dial is tuned to the right 
place (ie, absorption wavemeter)? If so, what's the sensitivity? Wait ‘til 
the 2 meter guys see me DF'ing with this!!! 


Or is it an oscillator? 
Thanks for any comments, 
Bob 


PS, quick comment about using "scrubbing bubbles" cleanser: Just be sure the 
BA is too big to go down the hole when you flush. 


Bob Ragain WB4ETT Littleton, CO 


From boatanchors@sco.theporch.com Wed Apr 16 19:39:34 1997 
From: Ron Kashner <ronk@cmn.net> 

Subject: WTB Drake AL-4 Loop Ant. 

Message-ID: <33553B7E.22@cmn.net> 


Hi and thanks for the BA list. 


I am looking for a source for a Drake AL-4 Loop Ant. 
It was an accessory for the SPR-4 and SW-4A receivers. 
I restored the SW-4A and would like the antenna. 


Yours in extracting intelligence from the "Ether" 
Ron Kashner 
Hayden, Colorado 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: k7sz@juno.com (Richard H. Arland) 

Subject: WTB: SX-101A 

Message-ID: <19970417 .014606.10663.1.k7sz@juno. com> 


Gang: 


Roger, N3PBL, a retired gentlemen who has just gotten into ham radio and 
does not have internet access, asked me to post a WTB for a Hallicrafters 
SX-101A. He would like a nice, restorable unit that he could work on 
himself. Although he is new to ham radio, he is a retired electronics 
technician, so I think he is up to the task. 


Please e-mail direct to me and I will pass them along to Roger. 


Tnx es 73 
rich K7SZ 


From boatanchors@sco.theporch.com Thu Apr 17 08:22:34 1997 
From: k7sz@juno.com (Richard H. Arland) 

Subject: WTB: SX-122 

Message-ID: <19970417 .020946.10663.3.k7sz@juno. com> 


Gang: 

Need to find a Hallicrafters SX-122 to match my SX-117/HT-44 station. I'd 
like to find a unit that is in reasonable condition cosmetically, that I 
can restore. The unit need not be working, just complete and at least an 
8 on a 10 scale cosmetically. 


73 rich K7SZ 


